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Approved For R ’ 
CORONA /OPS elease 2004/08/31 : CIA-RDP85B00803R000100040021-7 
Sheppard Committee 
Met on 21 Aug 1959, and xX 14 @ct, 30 Nov 59. 
Recommended Itek perform certain tests; 
Various film and camera tests, altitude tests of HYAC camera 
complete package test at simulated altitude; film supply 
and flexibility at altitude, rapid decompression test; 
altitude tests on lubricants, rubber expansion, pressure 
shock, shrinkage, moisture etc. 


NRO review(s) completed. 
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